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Ph5.1 ip Morris USA Confidential 


Report Date:10/05/98 10:10 AM 
Reported By:Winston,Nita 


PRODUCT TESTING LABORATORY 
Domestic And Export Production 1 

Bi-Weekly Smoking And Physical Test Results 
CG5431 - MFG CG: 98.0/24.3/27.0/A5143/LARK/12/0.9 
LARK 100 REG FTB - JPN 
MANUFACTURING CENTER 


*** RESULTS ORDERED BY DESCENDING DATE *** 
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Average: 
Std Dev: 
Number.: 


Cigarette Code: PMMCCG5431 
SAP CG CODE: PMMCCG5431 


Effective Date :01/30/98 Smoking Type:NTIOJ 
AS400 CODE: PMMC005430JPN 


Sample SLatus: a=Data Approved f=Flag (Data Outside Tolerance) p-DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE 
Notes: ~ Indicates a change 

* Paper Additive is a Target Level 
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